Dev  OnTarget  PVT  LTD 


EUROCONTROL 

Date  Range:  06-15-2017  to  03-07-2019 


Company 

Name 

Number  of 
Surveys  Sent 

Number  of 
Surveys  Open 

Number  of 
Negative 
Feedback 

Number  of 
Reviews 

Overall  Rating 

Overall 

Sentiment 

Dev  OnTarget 
PVT  LTD 

1 

1 

0 

2 

3.00 

100%  0% 

OnTarget 

Digital 

Services,  LLC 

65 

56 

9 

4 

3.00 

0%  0% 

@  OnTarget 

REPORTING0 


